STATE OF CALIFORNIA 


GAVIN NEWSOM, Governor 


PUBLIC UTILITIES COMMISSION 

505 VAN NESS AVENUE 

SAN FRANCISCO, CA 94102-3298 



January 18, 2019 


VIA ELECTRONIC MAIL 


Mr. Russell Gold 
Wall Street Journal 
4409 Shoal Creek Blvd 
Austin, TX 78756 

russell.gold@wsi.com 

Re: Public Records Act Request Regarding Any Written Records Regarding Damanage 

to Caribou-Palermo Transmission Line from Wind or Fire in 2012,2013 and/04 
2014. 

CPUC Reference No.: PRA #19-32 


Dear Mr. Gold: 

On January 17, 2019, you asked the California Public Utilities Commission (Commission) to 
provide you a copy of the following: 

“Any records, letters, emails or written correspondence regarding damage to 
towers on the Caribou-Palermo transmission line from wind or fire in 2012, 2013 
and/or 2014. Please include a letter from July 16, 2013 from Brian Cherry to the 
CPUC regarding this line. Also include any findings, fine or reports concerning 
this line. Also include any inspection records related to this line.” 

Attached are records responsive to your request. We have no records concerning any fires on the 
Caribou-Palermo line from 2012-2014 other than this advice letter. Please see here for audits 
conducted on electric infrastructure dating back to 2010. This response closes this request. 

Please refer to PRA #19-32 in your communications with the Commission regarding the above- 
referenced matter. 

Very truly yours, 


/s/ Garrett Toy 

Garrett Toy 
Staff Counsel 







